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ASTHMA | 
The Ozone Treatment is Effective for Asthma 
and Bronchial Disorders 
“Through our advice, a friend who 
was greatly troubled With Asthma pur: 
’ chased a Renulife Generator. Since using 
the generator, she has not resorted to 
the use of hypodermics, which she was 
accustomed to taking very frequen 
; i iy 
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Ay mdy~pe troubled wit 


\ “Asthma.” 


NEURITIS AND SCIATICA 


y ba Quickly Relieved with Renulife Violet Ray 

. h ‘The. Model GC. Generator has helped me wonderfully. 1 

have taken fifteen treatments. 

' When I began I had Neuritis 
in both arms and Sciatica in my 
left limb, and suffered so much 
' didn’t know what a night's 
rest was. Had to get up two or 

(te times a night, and walk the 

3 & floor, Now I don’t have to get 

. ee . Up at night, and sleep better than 
~~ @& Lhave for a long-time. My limb 

3 >was so painful that I could only 

“Wee it for about fifteen minutes at a 

Pee itime. I can sit as long as J piease 

= now without discomfort.” 
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NERVOUS PAINS, 
Bc ~~” NERVOUSNES 
Afte 
~y Violet 
I was a 
ieee OSt Crazy * 
Pe res 
time to go te dot wit, 
more than once or twice through 
the night and when morning 
comes I feel so rested, and all my ~ 
nervousness has’ gone. I feel =" 
like a new person.” Pace a 


fo 
perfect! 4 


Le \RHEUMATISM “see aE 


Read what this Woman Says about the Efficiency of 
Renulife Violet Ray in Treating Rheumatism 


“JT am delighted with 
the Violet Ray treet- 
"ment. I could not get 

~. ‘along without it. I do 
* not groan all night with 
pain but sleep like a 
baby. It gives me 
strength and vigor to do 
my house work. Other- 
wise I would be con- 
fined to my bed with 
this dreadful rheuma- 
tism. It keeps the 
enlargement of my joints 
down.” 


High Frequency Violet Ray Simply 

ge xplained 

ai 

electric current has an entirely 
jifferent e en the human body than the crude, 
shocking sensation produced by ordinary electric 
current. There is no shock, pain or muscular con- 
traction from the Violet Ray High Frequency cur- 
rent. The ordinary house lighting current is com- 
pletely modified. Its volume or amperage is reduced 
to a low measure, while the pressure, or voltage is 
tremendously increased and the number of oscilla- 
tions raised exceedingly high. When this modified 
current is applied to the human body, the nerves 
are insensible to the electric waves because of their 
enormous rapidity of movement. The Renulife 
High Frequency current is pleasant and painless, 
yet penetrative and effective. 


High Frequency treatments are applied by a 
vacuum glass tube called an Electrode, in which the 
Ti wcurrent shows in a violet colored 
this phenomenon the common name 


ed. 


S<6Oler? 


Increase Your Efficiency Through a 
Course of Renulife High Frequency 
Treatments | 


The stimulating effects of the Renulife Violet Ray 
are of inestimable benefit to the modern business or 


ot the time for gymnastics or systematic 
¥ Sitting in a chair for hours at a 
ition becomes sluggish, the poisons 
are hot eliminated properly from the body and the 
nerve force is used more rapidly than‘it is renewed. 
A run-down, tired-out condition results, which 
lowers general working efficiency and takes the edge 
off mental alertness and physical vigor. | 
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_and you do not get rest from your sleep but awaken 


fold uses of electricity has proven more beneficial to 
~ mankind than its application to the healing art. 


» 


For that Tired, Worn-Out, 
Run-Down Feeling 


of your animal spirits; you realize that there is a 
limit to your endurance; your appetite is not good; 
your back aches; you have dizzy spells when you 
stoop; you have pains in your chest and shoulders; 
your food does not digest; your bowels are irregular; 


tired; you are dull and without your old ambition; 
your vital force is low—in fact your reserve strength 
is gone, and your resistance is breaking down. 


Nature will repair the damage if you give her the 
right aid. | 

Get your blood circulating properly again. Tone 
and restore the quality of the blood, tissues and 
nerves. With a Renulife you can stimulate and 
revitalize your entire system, reestablish healthy 
circulation, and set all the vital functions i 
action. “ata i 


‘How Renulife Benefits the: ; 


It is extremely doubtful whether any of the mani- 


The Violet Ray is a thorough treatment; the irre- 
sistible, revitalizing powers of the Violet Ray being 
carried at once to every nerve cell. flber and part of 
the body; even the heart is saturated. It increases 
the oxygen in the blood, enriching and purifying it, 
and giving added vitality and strength, and so. Ff 
eliminates the poisonous waste products to which 
much disease is due. It exercises without effort or 
the weakening waste of energy. The Violet Ray - 
reaches and treats the cause of the disease whether 
known or not, and so strikes at the very root of thesss 
disturbance. ae a 

The Renulife Violet Ray High Frequency ct 
produces a cellular massage. Instead of th 
traction of muscles, the individual cells are stimulated 
by the oscillation of the electric current. This 
causes a marked improvement in nutrition and general 


health. The benefits are not confined to the local 


area or part, but are constitutional in results. 
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Location of Vital Organs 


Wiser irene t Base of Brain 
Miele, Fe 2 Center of Neck 


f ie al ah 3 Middle of Shoulder 


SS 


werercee 
” 


TSUN IAS 


A. 4 Middle of Back 


ie SIA 
4 


7. Neck and Throat 10. Stomach 13. Bowels 
8. Lungs tl. Liver 14. Spleen 


9. Heart 12. Kidneys 15. Loins 


Renulife Applied at These Vital Seats is a Most 
Effective Agent in Restoring Norma! Functioning 


Beneficial Effects of Renulife 
Violet Ray 


Increased blood supply to a given area. 

. Increased oxygen in the blood. 

Increased elimination of waste products. 
Increased bodily heat without a corresponding 
rise in temperature. é 

Destruction of germs. 

Mild sparks stimulate or soothe according to 
length and character of application. 

Lower blood pressure. 

Soothing of nerves. 


Drives Out Pains and Aches 


Aches and pains ate messages from some troubled 
organ, muscle or nerve Itisacall for relief. It may 
be the stomach is in distress with an overtaxing load, 
or the bowels ‘congested, or the nervous system in 
general reacting against some abuse. The pain or 
ache may bé localized while the cause originated in 
a remote functional relation. gee 

A pain in an arm is likely to be the local manifesta- 
tion of a blood stream laden with poison, which has 
also affected the nerves and the result is Rheumatism. 

The Violet Ray is the most potent pain and ache 


eradicator because while it breaks up local conges- 


tions, stimulating circulation, at the same time it acts 
directly on the blood A baptism of ozone purifies 
the blood relieving ne:ve pressure. Pains and aches” 
vanish. 
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Some Uses of Renulife Violet Ray 


In this booklet no attempt is made to give full 
directions for using Renulife Violet Ray. The treat- 
ment chart and directions for operating accompanying 
each instrument take up in detail just how to secure 
the best results in treating each of the ailments 
enumerated. Renulife Models and Electrodes are 
shown on pages 21-28. Diseases are discussed in 
alphabetical order. The testimonials are taken 
from unsolicited letters sent us by Renulife users. 


ACNE (Pimples) 


Renulife Violet Ray is a boon to those afflicted 
with Acne. The disfigurement of a pimply skin can 
be overcome by using Electrode No. 1 over the 
affected surface for from seven to ten minutes, three 
to six times a week. 


“Tam now entirely relieved of Acne, which I have been treating 
with your Violet Ray, and I see no symptoms of its return.” 


ALOPECIA (Falling Hair) 


Falling hair is usually caused by improper cir- 
culation of the blood. Renulife Violet Ray scalp 
treatments insure proper nourishment of the scalp 
and consequently are beneficial in the treatment of 
dandruff, falling hair, gray hair and itching scalp. © 

“After using your Violet Ray Generator for a short time, I wish 


to tell you that it has completely cured me of falling hair and dandruff. 
I notice also that it is restoring my hair to its natural color.” 


ANEMIA (Lack of Red Corpuscles in Blood) 


When the Renulife Violet Ray is applied to the 
body, two things result: Increased circulation of the 


blood and by actual count, an increased number of 


red blood corpuscles. The re- 
sult is extremely beneficial in 
all cases of Anemia, Chlorosis 
Pe and Arteriosclerosis (Harden- 
. ing of the Arteries). 


“I have a girl 12 years old, who has 
been sick for two years, and I find that 
she is getting more help from the Violet 
Ray than the best doctors can do for her. 
She is Anemic and has been unable to 
sleep. But after five months’ treat- 
ment she sleeps all night with- 
{ out waking up. We are in hopes 
she can go to school again soon.” 
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ASTHMA 


Asthma is treated with Electrode No. 1 in light 
contact over the chest and throat glands, and over the 
shoulder blades down as far as the waist. Ozone 
inhalations supplement this treatment. Hundreds 
of Asthma sufferers have found relief with Violet 
Ray. 

“My son had Chronic Bronchial Asthma. Every time we had 
rainy or foggy weather these attacks came on. He could scarcely 
breathe. Since taking Renulife Ozone treatments he has had but one 


slight attack. Since then he has not been troubled with Asthma and 
I find his breathing is so much better.” 


BLADDER DISEASE (Cystitis) 


‘Inflammation of the Bladder) 


Vacuum tube treatment has been found to produce 
remarkable results in cases of inflammation of the 
bladder. Treatment may be given daily, or in acute 
cases every four hours. Results usually follow in 
short order. Treat locally over the bladder and 
lower spine with Electrode Ne. 1 using a strong 


current with light contact. In women, treat through 


the vagina with Electrode No. 9, thereby getting the 
current to the neck of the bladder. In men or in 


young girls, use Electrode No. 7 in the rectum. 


“I have scored another success with my Model *R’ Renulife. Last 
Saturday I was taken with a hemorrhage of the bladder. My doctor 
suggested that I try No. 27 Electrode. I followed the directions and 
next morning there was no trace of trouble. I feel rather wonderful 
about it.” 


BOILS 


Boils are successfully treated with medium to 


strong Renulife current for seven or eight minutes 


twice a day. Where a boil has started it can often be 
stopped by the Violet Ray current. If it cannot be 
stopped it will come to a head much quicker and the 
pain will be greatly relieved. 


“A, man came to me with a big boil on his forearm, and his arm 
was so lame he could not lift it. I gave him a treatment with my 
Violet Ray machine, and the next day the boil was gone, and the sore- 
ness anes all gore out of his arm. This shows you what Violet Ray 
will do.” | 


BRONCHITIS 


Very beneficial results can be obtained with 
Violet Ray in the treatment of Bronchitis, especially 
when the Ozone attachment is also used. 
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CATARRH AND CATARRHAL DEAFNESS 


Great benefit is derived in 
cases of Catarrh by inhaling 
Ozone through the: nostrils. 
Catarrh affects the nasal 
organs, and if neglected, 
afflicts the front cavities of 
the head, throat and tubes 
leading to the ears, also threat- 
ening the lungs. Renulife 
Violet Ray is especially use- 
ful incombating all Catar- 
rhal conditions. Applya / 
mild current over the nose “ 
and forehead, -then insert 
a small electrode No. 21 in the nostril, having the 
current turned off before doing so, then let the cur- 
rent pass from three to five minutes. Follow this 
by inhaling ozone. Almost immediate relief will 
be obtained. 


“My wife suffered from Catarrhal Deafness. For years she has 

been left afflicted through Scarlet Fever, and while she is now 42 years 

old, she never had the pleasure of knowing what her hearing meant. 
At Christmas time I brought home a Renulife Violet Ray Generator 
with Ozone attachment, and after four weeks of persistent treatment, 
my wife found that an accumulation of waste matter had been dis- 
lodged in her ear sufficient to have some part of it cling to the ear elec- 
trode. This was removed at the time that she took the electrode from 
her ear. At the same time a part of the congestion had dropped into 
her throat and from that moment she realized what it meant to have 
the use of her ears, as do those that have not afflictions. 


“We have continuously used this equipment in our home since this 
accomplishment and we consider that it is the greatest asset for our 
health, it being so situated and connected so that every member of the 
family can avail themselves of the use of the machine without any 
inconvenience.” 


. CONSTIPATION 


Constipation is usually caused by sluggishness of 
the bowels; the nerves or muscles controlling their 
action are stimulated by applying Electrode No. 1 
in contact with the,abdomen for ten minutes daily. 
Renulife Violet Ray treatment restores the nerves 
and muscles to activity so that permanent re- 
covery is effected. When laxatives are used, no 
permanent cure can be expected. but on the other 


hand, sluggishness is increased, and a chronic condi- 


tion detrimental to health becomes permanent. 
Renulife Violet Ray is the best way to help nature in 


the treatment of constipation. 


‘‘Tust a line to tell you I am getting along fine, and am free from 
constipation trouble. You can surely call me a renewed man.” 
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COLD IN THE HEAD 
Colds in the head are especially disagreeable, and 
relief can be found by applying No. 1 Electrode to 
the forehead, sides of nose and face in light contact 
for ten minutes twice daily, and inhaling ozone for 
ten minutes four times daily. Immediate relief may | 
be expected. 


DANDRUFF 


Rake Comb Electrode No. 2 is especially designed 
for treatment of the scalp. Most troubles, such as 
falling hair, baldness, dandruff, are due to improper 
nourishment of the scalp cells. These cells starve 
for the life-giving oxygen which the blood should 
carry to them. Renulife Violet Ray restores the 
scalp to normalcy, stimulating the circulation of the 
blood, so that they again produce hair. At the same 


- time the Renulife treatment destroys the bacterial 


and parasitic germs present which cause dandruff. 
The consistent use of Rake Comb Electrode No. 2 
will end scalp troubles. : 

“I certainly enjoy the use of the Renulife I received from you, and 


I believe it will be of great benefit to me. Electrode No. 2 is a great 
dandruff loosener.”” | 


DEAFNESS | 


For Catarrhal Deafness, High Frequency current 
in connection with mechanical vibration yields re- 
markable results in 90% of the cases treated. Use 
insulated ear electrode No. 21. with a mild current 
for three to seven minutes daily. Marked improve- 
ment will result in practically every case. 

“My hearing has improved wonderfully. In fact, my hearing in 
the left ear is almost normal now.” 


“I am still improving in hearing and general health conditions 
and can recommend the generator with confidence.” 


ait -DYSPEPSIA 

Renulife Violet Ray treatment, together with 
proper diet, brings relief from dyspepsia enabling the 
digestive organs to produce enough of the digestive 
juices to properly digest foods eaten. Use a strong 
current with Electrode No. 1 over the upper portion 
of the spine and over the stomach area. Take a treat- 
ment every day for ten minutes. Inhalations of ozone 
will be found very beneficial... -... 2-7 

“We had a very severe case of indigestion in-our family and I 
treated it with the Violet Ray, applying it twice daily, with the result 
that the patient was up and about the house within two days.” 
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ECZEMA 


(See also Acne and Skin Diseases) 


In the treatment of Eczema, Jan 
High Frequency current 1s 
invaluable. If the surface is 
dry, Electrode No. 1 may be 
used directly over the skin. 
If the area is moist, lay some 
thin gauze over the surface. 
Renulife treatment relieves 
itching, and good results are 
noted after the very first few 
treatments. 


“Had weeping Eczema on my face, 
and have spent not hundreds but 
thousands of dollars, and still was not 
cured. After trying your Renulife 


sults after first few treat- 
ments and am now entirely 
well and my face perfectly 
smooth.” 


EARACHE 

Earache is usually relieved by application of Elec- 
trode No. 21 inserted in the ear, using a moderate 
current. It is left there for three to ten minutes until 
the heat generated becomes uncomfortable. By this 
time the pain will have stopped, unless it is due to 
pressure back of the drum, in which case this treat- 
ment will not be effective. 

Note: In all treatments of the ears be sure to have 


the ear electrode inserted before turning on the cur- 


rent and turn off before removing it. 
ENLARGED PROSTATE (See Prostatic Diseases) 


-_ BYE DISEASES 


Specialists find high frequency current invaluable 
in the treatment of eye diseases. In treating diseases 
of the eye, use the eye electrode in contact with the 
closed lid for not more than three minutes for each 
treatment. Treatments may be taken twice daily. 
Be sure to have the electrode in contact with the 
closed lid before turning the current on, and turn 
current off again before removing it. The revitalizing 
of the cells of the eye through Violet Ray is the rea- 
son for the improvement noted after taking these 
treatments. Electrode No. 16 is made to fit over one 
eye and double eye Electrode No. 17 is used for 
treating both eyes at the same time. 


“I am having great success i the treatment of weak eyes.” 
“T have had the machine one week and am well pleased with it 
and my eyes are improving. 
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Goiter is an enlarge- 
ment of the thyroid 
gland. Many testimonials 
indicate splendid suc- 
cesses obtained by Re- 
nulife treatment of goiter. 
Electrode No. 1 or No. 4 
is used to treat around 
and over the goiter. 


“I have used the Renulife 
Violet Ray Generator in the 
treatment of my goiter with re- 
markable results. I used it twice <« 7 
daily. At the end of the first week my goiter began to decrease in 
size. At the end of three weeks it was entirely unnoticeable and | 
immediately began to feel better generally.” 


GRAY HAIR 


Gray Hair, especially premature grayness, can be 
traced to lack of nourishment of the scalp cells. A 
woman who was being treated for baldness with High 
Frequency current, found that new hair coming in 
was natural color at the roots. Not only was bald- 
ness overcome but the natural black color was re- 


stored to the hair. Renulife treatment stimulates 


the circulation of the blood so that the proper nour- 
ishment is given the hair, and with proper nutrition 
the pigment which gives the hair color is restored. 


but it meets with success. 


GRIPPE (Influenza) 


Inhalations of ozone are the quickest way to de- 
stroy the disease germs which attack the respiratory 
organs and cause Influenza and Grippe. Electrode 
No. 1 is also applied over the eyes, nose, spine and 
abdominal areas, and the small electrode No. 21 may 
be applied in each nostril. Grippe and Influenza are 
vicious diseases, leaving the patient in a debilitated 
condition. Renulife Violet Ray should be applied 
at the first sign of their appearance. The usefulness 
of Renulife in checking so many diseases at their very 
beginning—diseases which may become serious if no 
measures are taken to combat them—makes this in- 
strument a household necessity. No home where 
health is valued can afford to be without one. 


HAY FEVER 


During an acute attack of Hay Fever a treatment 
every two or three hours with Electrode No. 21, 
which is placed in one nostril and then the other for 
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from three to five minutes, followed by an inhalation 
of Ozone for ten minutes, brings decided relief. If a 
similar treatment is used daily for two weeks before 
the expected attack, it will frequently avert the 
attack of Hay Fever altogether or at least make it 
much milder. 


“My husband, who is subject to hay fever suffered greatly with it 
after having flu. After just a few treatments of Renulife Violet Ray 
he is almost cured.” 


WHERE HEADACHES OCCUR 


Headaches at A or B are er 
congestive or frontal. Eye 
trouble or frontal sinus or 
nasal disease may cause the 
ache at A. Such pain may 
also come from a disordered 
stomach. A-B, from constipa- 
tion;-C, anemia or bladder 
disease; D-E, from disorders 
of middle ear, or of throat, 


eyes or teeth; E, nervousness, spinal irritation or 


female trouble. 


HEADACHES 


Frontal or congestive headaches are almost in- 
stantly relieved by a treatment with Renulife Violet 
Ray. Violet Ray stimulates the circulation, enables 
the blood to throw off the poisons which are at the 
root of the disturbance, and improves the general 
physical condition. To relieve headaches caused by 
disturbances, such as disordered stomach, constipa- 
tion, eyes or teeth, etc., as indicated above, it is nec- 
essary to eliminate the cause. (See sections of this 
booklet dealing with such disturbances.) | 
Headache and Nerves—‘‘Received a. Model M Generator and I a 
very pleased with it. My headache left me and my nerves are 
much quieter.” | 
Headache Cured —"I bought 
a Model K which I used to 
treat a headache which I had for 
one year, and I am glad to say I 
was completely cured in two 
months.” 

Conscientious Statement —"'I 
can conscientiously recommend 
the Violet Ray as being benefi- 
cial for the headache.” 

Prompt Relief—“I received my 
generator Model R just two 
days after I orderedit. I treated 
a headache and stopped it in 
three minutes.” 
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INSOMNIA 


Sleeplessness, or Insomnia, is the result of over- 
worked, tired nerves. Applications of the Renulife 
Violet Ray to all parts of the body and particularly 
the spine have a sedative, soothing effect. Nerves are 


- quieted and in nearly all cases natural sleep quickly 


follows. Continued treatments build up and restore ~ 


the entire nervous system to normal. 
“Have found it of great value in relieving insomnia.” 


LUMBAGO . 


Lumbago is very suc- 
cessfully treated with 
Renulife Violet Ray. 


erips you in the small 
of the. back... Ie: ism 
reality, rheumatism of 
the back. No matter 
how severe the pain, 
Renulife brings relief 
speedily, and normal 
conditions are complete- 
ly restored in a few 
treatments at most. 


Apply through your clothing, to get the stimu- 
lating effect that brings circulation quickly to the 
part causing discomfort. ; 


“I was down in bed with lumbago, unable to move unless I got 
help from someone. After one treatment of Renulife Violet Ray, I 
was able to get up the next morning. I have a machine at my home 
and would not be without it. I take great pleasure in recommending 
Violet Ray treatments to anyone who is afflicted with rheumatism or 
lumbago.” 


NERVOUS DISEASES 


In treating the spinal column with Renulife Violet 
Ray current, the entire sympathetic nervous system 
is given a cellular massage which can only be obtained 
by this method of treatment. The most severe cases 
of nervous breakdown yield remarkably well to 
Renulife treatment. Ozone inhalations taken from 
five to ten minutes each day are also extremely bene- 
ficial. 


‘“Renulife relieved me entirely of a serious case of nervous pros- 
tration, and I found it beneficial in various other ailments. I was a 
broken down person before its use, but am now entirely well and have 
used no other treatment than the generator.” 
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NEURITIS 


Neuritis is an inflamed 
condition of the nerves. 
The pain from it is similar 
to Rheumatism. The com: 
mon form is Brachial Neu- 
ritis in the arm and shoul 
der. Violet Ray treatment 
over the painful area from 
three to five minutes twice 
a day quickly lessens the 
pain. With continued use 4 
of Renulife, the paindisap =f” 
pears altogether. . ey 


‘“T had neuritis in both my arms 
and sciatica in my left limb, and 
suffered so much I didn’t know 
what a night's rest was. After tak- 
ing fifteen treatments with Model 
M Generator, I sleep much better, 
and, whereas my limb was so pain- 
ful I could only sit for about fifteen minutes, now I can sit as long as 
I please without discomfort.” 


NEURALGIA 


Renulife Violet Ray is efficacious in the treat- 


ment of Neuralgia, which is caused by insufficient 
nutrition of the nerves. When the blood is below 
normal, the “starved nerve” cries out in pain. Renu- 
life starts the blood circulating, feeds these nerves 
and restores them to normal health. Moreover, the 
oxygen contained in the blood is improved by Violet 
Ray, which improves nutrition. No one need. suffer 
from Neuralgia or tortured nerves after obtaining a 
Renulife Health Generator. 


“IT purchased one of your Model ““M’’ Generators about 5 weeks 
ago, primarily for neuralgia and nervousness. I have certainly found 


it all you claim. I would be glad to recommend this machine to any | 


one. 
ix PARALYSIS 


Paralysis is not a disease, it isa symptom of certain 
forms of injury which cause the complete or partial 


loss of the motor function of the muscle fiber. Obsti- 


nate cases frequently require continued treatments 
for some time, but with patience, the cells are stimu- 
lated to life and the paralyzed muscles restored to use. 
Electrode No. 1 is applied over the paralyzed muscles 
and up and down the spine. Two treatments a day 


are advisable of from ten to fifteen minutes each. 

. “My affliction appeared to be extraordinary for a person to recover 
from as I have done: I had an attack of paralysis and my entire left 
side was afflicted. It also left me with very little desire for food, there- 
fore my strength wasted quickly, but after the persistent application 
of your Violet Ray, I am gaining continually.” 
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PROSTATIC DISEASES 


Violet Ray has been found successful in the treat- 
ment of this distressing ailment common to so many 
men of middle age. Use Electrode No. 7 with medium 
to strong current, employing it through the rectum 
to reach prostate for an average of seven minutes. It 
may be used daily or twice a day in urgent cases. Be 
sure to turn the current off before electrode is in- 
serted and again before removing it. The treatment 
as a rule should be taken under the advice of a com- 
petent physician. 

“Early in July I bought a Model M Generator from your office, 


principally to treat myself for prostatic trouble and neuritis, and I 
want to tell you how much good it has been to me.” 


The oe was eliminated within two weeks and has not bothered 
me at all.” 


“After doctoring for quite a while for what doctors said was 
prostatic trouble, I have used the generator as directed and can hon- 
estly say, I feel better in every way, and am not troubled as formerly, — 
with that troublesome pain in the region of the prostate gland.” a 


PYORRHEA 


Violet Ray acts as a tonic to the spongy tissue of 
pyorrhea-infected gums. Loosened teeth are tight- 
ened and bleeding of the gums stopped. Use Elec- 
trode No. 44 in the treatment directly in contact with 
the gums. | | 


RHEUMATISM (See Lumbago) 


High frequency currents 
are of exceptional value in 
muscular and chronic artic- 
ular rheumatism. In the 
acute articular form it is of 
comparatively little value. 
Renulife Violet Ray treat- 
ment reduces the uric acid 
in the system and relieves 
inflammation and pain. 


Treatments should be 
taken every day and should ‘ | 

cover the whole affected area. Hundreds of testi- 
monials indicate the effectiveness of Renulife in 
treating rheumatism. 


“I want to tell you what Renulife Violet Ray has done for me, 
It has put me on my feet after being a cripple for 14 years. At times 


I could not walk at all. I had rheumatism from my hips down to my 
~ feet. Everyone is surprised how good I can walk now—thanks to the — 


Renulife Generator.” 
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KEEP WELL AT HOME 


Renulife Violet Ray Generator Most Efficient, Compact, Durable. Low Priced 


(f2 3 { 
zl 
‘\.3 

The hundreds of test1- '5 forced to charge large pay- 
monials we are receiving 6 6 ments for their treatments. 
from satisfied users prove Soro In placing our generators 
conclusively that we have © 9 A 8 og on the market, we have 
achieved our aim, that of 7. placed the most efficient 
placing within the reach health builder known to 
of every one the means of 11 <2 science at a price that is 
renewing or restoring the - within the reach of every 
HEALTH to normal. To 1B\ /1%3 one. 
date the greatest drawback 14 14 In this booklet we touch 
has been the enormous cost : | | briefly on some of the uses 
of the instruments, making 15 \\ 15 p of Renulife. Generators. 


Directions for applying 
treatment for various ail- 
ments listed are given in 
detail in the treatment 
chart, and directions for 
use, accompanying each ~ 
generator. 


treatments possible only 
for those who could afford 
to spend a small fortune in 
renewing their HEALTH. 16 ‘6 
Hospitals and specialists 
have used large instru- 
ments for years, being 


ABBREVIATED TREATMENT CHART, USING ELECTRODE No. 1 


Rheumatism: Treat area of pain through thin layer of clothing, also apply to 11-12, 26-27. 
Headache: Apply to 2, 3, 1, 20, 21, 23, 11-12. | 

Insomnia: Apply to 11-12, 26-27, down spine from nape of neck to 25, also apply to bottom of feet 17. 
Neuralgia of the Face: Apply to cheeks, front of ear, and cords of neck. 

Indigestion: Treat 12-11, 10, 20, 23-25. i 

Constipation: Treat 13-13, 14-14, 12-11. 


_ Nervousness: Treat area at 19, also up and down spine from 19 to 29. Treat 18-18, also treat abdominal region 


13, 14, 12, 11, also upper arms and shoulders 6-9, also lower limbs, 31, 17. | 
Deafness: Treat all around back and front of ear, also internal ear with electrode No. 21. 


Dandruff, Falling Hair, Gray Hair, and Scalp Ailments : Electrode No. 1 may be used, but rake comb 
electrode No. 2 preferred. Cover entire scalp at least once a day, eight-minute treatments. 


. Complexion: In addition to applying to face and neck, treat for improved digestion in area 12-11. 


To Strengthen Lungs and Develop Chest: Thoroughly cover area 5-8, 5-7, also area 21-22, 21-24, hold- 
ing up chest and breathing deeply during treatment; ozone inhalation from ozone generator is very desirable. 


ONE FULL YEAR’S GUARANTEE ACCOMPANIES EVERY RENULIFE. | 
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SCIATICA 


Hundreds of testimonials from users prove that 
Sciatica is successfully treated with Renulife Violet 
Ray. Apply No. 1 Electrode along the course of the 
nerve and over the lower part of the spine. The irri- 
tated nerves are quickly soothed, pain disappears. 


“I had a steady ache in my hip and my foot, ankles and calf were 
swollen badly. I had had nothing but slippers on all summer, but 
in the last two weeks by using the Renulife generator twice a day, the 
ache in my hip has practically left me and I can now jump curbstones, 
get on and off trolley cars.” 7 


SKIN DISEASES 


(See Also Acne and Eczema) | 


Electrode No. 1 is employed over the area affected, 
with usually a medium strength current for about 
five to eight minutes daily. | 

“I had been subjected to pimples for almost five years and had 


tried everything, vibrators and all, but with no results. I have just 
used your generator one week, as I was out of the city when it came. 


_ Today my face is as clear as anyone could ever wish for.” 


SORE THROAT, HOARSENESS., 
TONSILITIS 


All cases of hoarseness, loss of voice, throat infec- 
tions caused by congestion, are successfully treated 
by applying Electrodes No. 1 and No. 4 from five to 
ten minutes over the front and sides of the throat. 
Ozone inhalations are also of distinct benefit. Actors, 
speakers and singers find Violet Ray treatment of, 


great benefit. Congestion and inflammation are rap- ' 


idly relieved and the nervous mechanism of the vocal 
organs toned up with amazing quickness. 


“Using one of your Renulife Violet Ray generators for a short 
time has assisted wonderfully in relieving my throat before singing.”’ 


SPRAINS 


Use Electrode No. 1 in direct contact with the 


surface. For old sprains, use sufficient spark to pro- | 
_duce marked reddening of the skin. Gite 


“After I sprained my ankle, I limped around for about a week 
with a cane, and it seemed to get no better. Finally, I went over 
and got my Renulife Violet Ray machine from some friends to 
whom I had loaned it, and to my surprise, I obtained immediate 
relief upon using it. I used it steadily until my ankle was complete- 


ly cured.” 
WRY NECK (Torticollis) 


Wry Neck or stiff neck in a sub-acute form is re- 
lieved by a treatment with Electrode No.1 in back 
of the ears and down the back and sides of the neck. 

“For eight years I was afflicted with a stiff, sore neck. After taking 
three Renulife treatments, to my great surprise, I felt some relief, 


and after eight treatments I was entirely cured and could turn my. 
head and twist my neck without the least pain.” 
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TREATING AT NERVE CENTERS. 


In the spine are 
centered nerves rad- 
ilating to every part 


of the body. This 


Base \ : 
Se , is roughly shown in 
2 f AN the accompanying 
wan ‘ . 
See: of O aid illustration. 
oa 
AD Chiropractors 


p 
ree re al Nerves 122 treat entirely upon 
Shoulder Ge Ys Nerves === the spine to relieve 
= == ailments in any part 


ERS =< hs 
rR —cryes to Some of the body. We 
(NR. << to Liver have found also 
16.2485 Ner ‘ : 
Pe ince shoe that Violet Ray 
of Back Yee Nerv treatments on the 


ONS vs evento eee spine are very ben- 
Cy Ryiterves to Bowels eficial in addition 
Ce verves to Sexual Organs to the regular local 

Mew Cae ee treatments; for in- 

: ores stance, if indiges- 

a DEK Nervesto Rectum tion is present, in 
(G7 "=~ addition to the di- 
ay, rect treatment of 
the stomach re- 

gion, there should be a thorough going over the mid- 
dle back at the point marked 4 on the accompanying 
chart, or if headache is to be treated, as well as going 
over the forehead or the place where the pain 1s 
apparent, treatment should be taken at the base of 
the skull just where the nerves to the head and neck 
connect with the spine. This treatment brings nutri- 
tion and nourishment to the nerves and helps them. 
to alleviate the trouble. In like manner the proper 
nerve center should be treated for any ailment, in 
addition to the local application. This indirect (nerve 

center) application will prove of much benefit in 
treating organic disorders. 


6 
End of Spine 


In all nervous troubles, including nervous break- 


- down, neurasthenia, insomnia, nervous debility, neu- 


ritis, etc., and also for building up the body generally, 
treatment should be taken over the entire length of the 
spine. Where a quieting or sedative effect is de- 
sired, treatment should be in direct contact with the 
body with a medium current; where a stimulating 
current is desired, or where it is necessary to elimi- 
nate pain, sparks should be applied or treatment 
taken through medium thick clothing with a medium 
strength current. 
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BEAUTY CULTURE 


All beauty parlors today have adopted the Violet 
Ray as essential equipment. Our Renulife Violet 
Ray Generators designed for self treatments, vir- 
tually bring to your home all the advantages of the 
modern beauty shop. In fact, you are enabled to 
effect even more gratifying results than are possible 
through an occasional treatment at the hands of an 
expert, because daily you may make use of this won- 
derful agency which works with Nature to refresh 
and restore. 

_ Its cosmetic value is particularly great, as it de- 
livers its vibrating impulses into the tissues at a rate 
of frequency infinitely higher than any mechanical 
vibrator, and without stretching and “sagging” the 
skin or scalp. Parasitic bacteria that destroy the hair 
follicles and produce disfiguring eruptions are de- 
‘stroyed and eliminated while dormant nerve cells 
are galvanized into normal functioning. 


FOR SKIN AND COMPLEXION 


The Violet Ray treatment is delightfully pleasant, 
and is the most effective method ever discovered to 
retain a youthful appearance and to gain beauty. It 


will remove blemishes, warts, moles, wrinkles, crows’. 


feet, pouches under the eyes, blackheads and sagging 
lines of the face and chin. A single treatment will 
convince you that it is a crime against yourself to be 
without a Renulife Generator when all marks and 
lines can be so quickly removed. 
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Besides the direct facial treatment with surface 
electrode, which treatment you can readily give your. 
self, you will find it very beneficial to hold in your 
hand the general electrode, or preferably the metal 
electrode, while another person massages your face 
with the hands. This draws the stimulating sparks 
to the surface thus massaged. 


FACIAL MASSAGE 


Cleanse the face thoroughly with cleansing cream. 
Then lightly run Electrode No. 1 over the skin to 
invigorate it and bring out healthy natural color. 
This treatment clears up muddiness, eliminates 
pimples and blackheads. Finish by cleansing with 
Witch Hazel or toilet water, and apply powder or 
rouge as desired. A daily Renulife Treatment will 
make you look years younger. 


FILLS OUT AND DEVELOPS 


The Violet Ray 1s 
applied through the 
surface electrode as a 
massage. When the 
face, chin, neck, and 
bust are treated with 
the Violet Ray, the 
blood is brought to the 
surface, the soft muscles 
are gently massaged, 
the lines fill out, the 
wrinkles disappear, and 


renewed. 


RELIEVING FATIGUE 


Proper rest is essential to beauty and health. 
During sleep the fatigue poisons and waste tissue are 
‘removed from the blood, and the body is refreshed 
and invigorated. Renulife Violet Ray in a few 
minutes’ time supplies the oxygen to the blood that 
hours of sleep produce. Massage the back of the 
neck, the forehead and the spine with Electrode 
No. 1. 
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OZONE CREATED BY RENULIFE 
VIOLET RAY 


Ozone is simply a con- 
centrated form of oxygen. 
Without oxygen we can- 
not live. When we breathe 
we fill the lungs full of 
air. The oxygen in the air 
passes through the walls 


blood, which is flowing 
through the walls of the 
lungs: and which comes 
» there from every part of 
Si mae the body to be purified. 
It is the lack of pure air to purify our blood that 
causes us to be overcome with disease. Being cooped 
up in an office or factory all day long is responsible 
for many of our diseases and particularly diseases of 
the respiratory organs. 


WHAT AUTHORITIES SAY. 


“Germs are destroyed by Ozone, and it has been 
shown capable of so thoroughly disinfecting sew- 
age that the filtered water was pronounced suitable 
for drinking purposes.” 

“In Chlorosis and Anemia, Ozone inhalations are 
exceedingly valuable from a therapeutic standpoint, 
and give better and prompter results than any other 
forms of medication.” 

“Ozone is the remedy par excellence for Whoop- 
ing Cough.” | 


RENULIFE OZONE GENERATORS 


The Renulife Ozone Generators deliver Ozone in 
large quantities for inhalation purposes. The Ozone 
penetrates every cell in the lungs, purifying the blood, 
destroying disease germs and soothing the inflamed 
tissues. For Asthma, Catarrh, Hay Fever, Coughs, 
Colds, Bronchitis, Tuberculosis, etc., Ozone treat- 
ments are particularly beneficial. 3 

Our Ozone inhaler attachment No. 25 is designed 
to fit the handle of any Renulife Generator. 

High Frequency Current conducted through this 
attachment creates Ozone in quantities, confines it 
and filters through Pine Needle Oil so that one may 
inhale it with maximum benefits. 

Pine Needle Oil, a mixture of oil of Eucalyptus and 


branes and reduces oxides of nitrogen back to the 
original form of nitrogen and oxygen. 
This glass Ozone Generator No. 25, fits handle of all 
pave models, furnishes Ozone for inhaling. 

PACE peepee a he. oaks ce 
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Model °'R”’ 


The most complete portable High Frequency 
Violet Ray Generator manufactured; for both pro- 
fessional and home use; delivers two qualities of 
High Frequency current and includes highly efficient 
built-in Ozone Generator with inhaling mask. A 
simple selective switch brings into use Ozone Inhaler 
or High Frequency (Violet Ray) treatment with 
strong, penetrating current for external treatment or 
exceedingly smooth, soothing current for internal 
treatment. Beautifully finished in black seal grain 
leatherette with extra heavy nickel corners, lock and 
carrying handle. Consumes approximately 50 watts 
of electricity. Case is dust-proof and has rich purple 
velvet lining; size of case 1434 x 1014 x 51% inches. 
Includes two Electrodes No. 1, one No. 2 Rake 
Comb, one No. 3 Saturator, one No. 4 External 
Throat, one No. 6 Internal Throat, one No. 8 Rectal, 
one No. 14 Fulguration, one No. 15 Spinal, one No. 
16 Single Eye, one No. 18 Condenser Electrode and 
one bottle of Pine Needle Oil for Ozone Generator. 


Model ‘“‘R”’ is recommended for the treatment of 
deep-seated or chronic afflictions, such as rheumatism, 
lumbago, sciatica and neuritis. 


2 a S75 OG 
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~ Model **M”’ 


A most substantial all-round outfit for general use; 
built in self-contained carrying case, size 12x 1014x414 
inches, handsomely finished in black seal grain leather- 
ette with heavy nickel corners and lock; highly pol- 
ished mahogany finish top plate, dust-proof case lined 


with rich purple velvet. Consumes approximately 


38 watts of electricity. Three-way switch allows 
operator to select current for internal or external use 
or shut instrument off entirely - includes two General 
Body Electrodes; one No. 2 Rake Comb; one No. 3 
Saturator; one No. 4 External Throat; one No. 15 
Spinal, and one No. 16 Single Eye Electrode. 


Any Renulife instrument can be supplied to oper- 
ate on 32, 110, 220 or any other voltage between 
these limits, direct or alternating current. An in 
strument. will operate only on the voltage for which 
designed. Unless otherwise ordered, the 110 volt 
outfit is supplied. No Extra Charge for Voltage 
Varying from 110. ; | 


Model “M”’ generates a powerful high frequency | 


current which makes it ideal to use in the treatment 
of rheumatism, lumbago, sciatica, neuritis and other 
deep-seated or chronic ailments. 


Dee 8 ARO 
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Model Ks 


A very popular outfit for all-around use; built in self-contained 
carrying case; compact and efhcient; top plate beautiful mahogany 
finish; case solid wood covered with seal grain leatherette; purple 
velvet lined. Adjustment of current by knob on top plate; con- 
sumes approximately 30 watts of electricity. Size of case 9 x 10 
x 4 inches. Two General Surface Electrodes, one No. 2 Rake 
Comb, one No. 3 Saturator and one No. 16 Single Eye Electrode 
included. Price..... $30.00 


Model‘'X”’ 


Xe 
An exceptionally attractive Generator made to sell at low price, 
without sacrificing therapeutic value and durability. Case covered 
with seal grain leatherette and lined with purple velvet; top plate 
mahogany finished; adjustment of current by knob on top plate. 
Size of case 10144 x 614 x 334 inches. Consumes approximately 
22 watts of electricity. Complete as shown. Includes General Body 
Electrode No. 1; Saturator Electrode No. 3 and Single Eye Elec- 
poae No, tor. Elicia Fo ss. ar, en $22.50 
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Model **H”’ 


This efficient Cabinet Generator offers the greatest 
possible value for the amount invested. The Gen- 
erator is built in a carrying case covered with seal 
grain leatherette. Adjustment knob to control 
strength of current. Consumes approximately 15 
watts of electricity. A General Body Electrode No. 
1 and a Saturator Electrode No. 3 included. 

Price 


Model ‘*V” 


This all-in-handle (one-piece) instrument offers the 
greatest efficiency possible in this type of Generator. 
Size of instrument 1014 inches long by 2 inches diam- 
eter; 7 foot connector cord. Equipment includes the 
carrying case substantially built; leatherette covered, 
satin lined; size 1114 x 514 x 27% inches. A general 
body Electrode No. 1, and a Saturator Electrode No. 
3 included. Consumes approximately 15 watts of 
Pcrriclive tb ricci mute 6 8S See FE, $12.50 
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Beauty Parlor Model **G”” 


This instrument has been especially designed for 


Beauty Parlor and Barber Shop use. It is made to 


withstand continued use and is equipped with coils, 
etc., to deliver the current best adapted for hair, 
scalp, massage and facial treatments. 

The case is beautifully finished in white enamel 
with all metal parts nickeled. An extra length of 
connector cord facilitates the movements of the oper- - 
ator in giving treatments. ‘Size TM4 x 56x 3% 
inches. | 
This handsome outfit complete with General Sur- 


face Electrode No. 1, Rake Comb Scalp Electrode 


No. 2, Metal Saturator Electrode No. 3 for indirect 


Model ‘*D”’ 


Dental model in white enamel finish. High Fre- 
quency current of a character best suited for dental | 
work. Electrodes as shown included. 
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See page 28 for descrip 
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‘No. 17 Double Eye Ele ectr de, for treatin = | 26 


No. 27 Special Prostatic Electrode.............. 2.50 


“proves invaluable. “Per Bottley. 2.0 ser. 


Per metle.: ae cB eM Ie esr aie ee A $ 0.50 
| | | RENULIFE. EI LECTRIC co. 
INCORPORATED, | 
DETRO#, ,MICHy 2 AS. Bee 
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Description of Electrode Uses and Price List _ 


No. 1 Surface or General Bod 
for all exterior surface treat 
No. 2 Rake Comb Electro 
treatment, Falling Hair, Da 
No. 3 Metal Electrode—Held : 
tematic treatment—Nervousness, Anemia, etc.— 
also held by person while being given a hand - 
massage of face or scalp by another person....... 1.00 
No. 4 External Throat Electrode, specially -de- 
signed to fit closely over neck, for Goitre, Tonsilitis 1.75 


ELECTRODES 


uw re blow the vacuum glass electrodes in the 
1 doen, Fe eee e rigid standards 


th 
Renulife Laboratories; each electrode must pass 
required of all Renulife products. The electrodes cannot be guar- 


EE anteed against breakage inasmuch as they : are 


4 WA ad re PROPER USE OF RENULIFE 


C) VS- 


made of glass but will 


No. 5 Internal Throat Insulated Electrode, par- if last indefinitely if used properly. ded 
2 ticularly for professional use. 52h se ede eo 2.00 i The insulated Vacuum Electrodes are particularly ae fall 
No. 6 Internal Throat Plain Electrode, partic: . « for internal treatment, because they are so constructed that the 
ialarlyetor protessional Uses .<25 ois 50s sys has os Seo 1:25 - 2 delivered at the tip only and not dispersed: 
No. 7 Rectal Insulated Electrode, designed for : a strength of treatment is dellv he handle. In using internal 
tredtment:of prostatic troubles... ai. 2.5 eae. 2.00 from points of contact nearest to the ae yo eae 
No. 8 Rectal Plain’ Electrode, also for rectal and ~ ~¢lectrodes always insert in the orifice of the body a 
__- prostatic treatment, professional use............ 1.25 on current at knob and..turn current oft deere: withdrawing e 
No. 9 Vaginal Insulated Electrode............. 2.00 ‘ ae 
No. 10 Vaginal Plain Electrode................. 1.25 
No. 11 Urethral Insulated Electrode, for profes- 
SiGHal Ne OMl yen ee wis UMS Fee hae 2.00 
No. 12 Urethral Plain Electrode, for’ professional use 
Sh eS ee ee era 125 


No. 14 Fulguration Electrode, for cauterizing and re- 
moving blemishes, scars, warts, € 
No. 15 Spinal Electrode, best for § 
No. 16 Single Eye Electrode, made 
with:lid closed wees. a 


man 


Te Grasinles Wixi ep PAMOPME fe fine frm le 4 doth persis ay 
a CC PM fire, Pret Y Cte, YORL ITM Male of yor iD 

prcoided pte Nttd Uh BRE: Bo ho iis DAP A PATEE 4 

ifecledl ta urny aust A 

ak Ge we . Waa ee wnt 1 Si eee $ ‘f ~ 
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«at the same time. 
No. 18 Condenser Electrode, made with ‘metal. con- 
ductor within vacuum to concentrate current, pro- 

ducing strong, even flow. Best for deep seated cases 


: ie fp cpurey =, ae gue £ tectticl "Dy nc ‘ 
Io placer Ol INO: dacs tees aes ee a a 3.50 eae M 
No. 19 Cataphoric Electrode, for professional use... 3.50 ‘aide A eee 
No. 21 Ear and Nasal Insulated Electrode, for in- y = 
, ternal ear treatment for deafness; also for internal 3 ye a 
NOSE ALEAPMENC aca ens ee ea oy ees 2.00 
No. 22 Ear Special Insulated Electrode, best suited 
iecinternaPeartredtments ...-2 ce. SA ees 2.25 | ae a 
No. 23 Ear and Nasal Plain Electrode, for interna! i. a9 ae 
= treatment ot nose ea for Pee ies Ke ee ee ess, Z ERR LIFE GU ARANTEE AND SERVICE 
o. 24 Special Vaginal Electrode, made with perfo- » Bm © See ae a. a 
eee sence purifying ozone internally. Par- co: eee MEAN MUCH TO PURCHASERS. ; 
mm gt ai Se Ey See ae » a 
No. 25 popes eed On page 20...... 520 A guarantee backed by a responsible manufacturer m 


thing more than a paper guarantee—it means that if th 
should have occasion to seek the protection offered byt 
tee-—the firm will be in business and ready and willing t 
its customers’ interests. | 
The Renulife Electric Be the see mani 


No. 26 Renulife Tonic Saturator Electrode, spe- é.. 
cially designed for saturation treatment in place of a 
No. 3 for tonic effects. Impossible to receive shock FP 
no matter if user is in contact with grounded object 2.50 


High Frequency Liniment 


This preparation is manufactured by the Re 
Co., especially for use in connection with elect 


4 : / pase Fae ie 
> instrument is fully guaranteed che one-year from 
For rheumatism, neuralgia, neuritis and kindg Ress Spat eae 


date of sale. 
Pine Needle Oil for Ozone Genere 
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